2QO        REMINISCENCES OF WIN FIELD S. HANCOCK.
heroic First Minnesota. The General was some what reluctant to come to a conclusion, on account of the number and pertinacity of the claimants, but several months after, he met the Colonel (Adams) in Harrisburg, and recognized him at once. The Colonel had been several times wounded, and had been in hospital at Harrisburg1 ever since the battle. In this attack and subsequent advance upon the enemy the First Minnesota lost seventy-five per cent, of its numbers.
One of the Vermont regiments afterwards advanced upon the right of the First Minnesota, and recaptured the guns of one of the reserved batteries. The Vermont troops behaved with great spirit during the entire battle.
The assistance rendered by these reinforcements enabled General Hancock to speedily repulse the enemy, and to recapture the artillery which had been left on the field in the Third Corps front.
Colonel Sherrill succeeded Colonel Willard in the command of the brigade of the third division, and with it made a gallant advance on the enemy's batteries to the right of the brick house. The One Hundred and Eleventh New York, Colonel McDougall, bore a conspicuous part in this advance. The brigade lost about fifty per cent. of its numbers, and showed by its splendid conduct that its capture at Harper's Ferry the years own command, thes and great numbers of officers and   and  the  little  Irishman   on   his  white
